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ERDA PASS TO H. BROWN, NRC; INFO: A. S. FRIEDMAN, DIP 

E.O. 11652: N/A 
TAGS: TECH 

SUBJECT: FIRE IN NUCLEAR POWER PLANT 

AS A RESULT OF A TELEPHONE CALL FROM LAFLEUR, NRC, TO RUBIN 
AT 5:30 P.M., BRUSSELS TIME, MARCH 23, 1975, CONCERNING THE 
FIRE IN THE CABLE SPREADING ROOM AT THE BROWNS FERRY NUCLEAR 
POWER PLANT SITE. ERD A/BRUSSELS INFORMED BY TELEPHONE DURING 
A.M. ON MARCH 24, THE FOLLOWING: MR. STADI, OECD, PARIS, DR. 

SAHL, DIRECTOR, REGULATION AND LICENSING OF NUCLEAR REACTORS, 

BONN, GERMANY; MR WILLIAMS, NUCLEAR INSTALLATIONS 
INSPECTORATE, LONDON; DR. AGUSTINE ALONSO, 

HEAD, RADIOLOGICAL PROTECTION AND NUCLEAR SAFETY DIV„ JUNTA DE 
ENERGIA NUCLEAR AVENIDA COMPLUTENSE, MADRID, SPAIN; MR. FERMER, 
SAFETY AND RELIABILITY DIRECTORATE, UKAEA, WARRINGTON. ENGLAND; 

MR. ARNE HEDGRAN, SWEDISH NUCLEAR POWER INSPECTORATE, STOCKHOLM, 
SWEDEN; MR VINCK, SUPPLY AGENCY , BRUSSELS; MR. MALLOY, 

PHYSICAL SCIENCE OFFICER, PARIS EMBASSY; AND DR. MANNIELLO, 

SCIENCE ATTACHE, ROME EMBASSY. UNSUCCESSFUL ATTEMPTS WERE MADE 
TO CONTACT DR. HEINZ SEIPEL, DIRECTOR, OFFICE FOR REACTOR 
SAFETY RESEARCH, DER BUNDESMINISTER FUR FURSCHUNG AND TECH 
NOLOGIE, BONN, GERMANY AND MR. SIEGRIST, DIRECTOR, SWISS FEDERAL 
OFFICE OF ENERGY, BERN, SWITZERLAND. ONLY TWO CONTACTS HAD PREVIOUS 
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KNOWLEDGE OF THE EVENTS. MALLOY IN PARIS AND HEDGRAN IN SWEDEN. 
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ALL CONTACTS EXPRESSED GREAT APPRECIATION OF BEING INFORMED IN 
SUCH A TIMELY MANNER. 

GREENWALD 
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